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MINISTRY OF FINANCE 
(Department of Revenue) 

CORRIGENDUM 

New Delhi, the 22nd March, 2012 - " 

GS.R. 242(E).—^In the notification of the Government of India in the Ministry of Finance (Department ofRe venue). 
No. 12/2012-Customs, dated the 17th March, 2012 published inthe Gazette of India, Extraordinary, Partll Section 3, Sub¬ 
section (i) vide number G.S.R. 185(E), dated the 17th March, 2012, 

(A) in the Table,— 

(i) in S. No. 334, in column (3) for “All goods” read “All goods other than seconds and defectives”; 

(B) in the Annexure,— 

• (i) in List 16, 

for 

“(12) Stone crushing (cone type) plants 

(13) Concrete Batching plants 50 cum/hr or more 

(14) Hydraulically operated self propelled piling rig with 
accessories 

(15) Hydraulically operated rough terrain self propelled 
100 tons crane with telescopic boom 

(16) Hydraulically operated self propelled soil boring 
equipment with casing pipes for deep earth anchor 

(17) Mobile concrete pump placer of 90/i2G cum/hr capacity 

(18) Automatic asphalt extraction equipment 

(19) Fully automatic, hydraulically operated, pre-cast 
segment mould.s 


read 

“(12) Stone crushing (cone type) plants 

(13) Hydraulically operated self propelled piling rig with 
accessories 

(14) Hydraulically operated rough terrain self propelled 
100 tons crane with telescopic boom 

(15) Hydraulically operated self propelled soil boring 
equipment with casing pipes for deep earth anchor 

(16) Mobile concrete pump placer of 90/120 cu m/hr capacity 

•r 

(17) Automatic asphalt extraction equipment 

(18) Fully automatic, hydraulically operated, pre-cast 
segment moulds 

(19) Hydraulic gantry crane of 100 tonnes capacity for 
launching truss 
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(20) Hydraulic gantry crane of 100 tonnes capacity for 
launching truss 

(21) Skid steer loaders' 

T'lmrtal T7T ininiT 

m IpJUlAlVA V A-rUIui.^ 

Equipments consisting of Drillingjumbos. Loaders, 
Excavators, Shotcrcte machine and 3 stage crushers.” 

(ii) in List 24, 
for 

“50. Dlectronic Top Loading Balance 
82. Inhalation ch^onbers with accessories 


(iii) i^ List 
for 

(^) Clicking Board Levelling machine 
(34) Chclong machine 
(40) Con V e V or system 

(77) Halogek and Adhesive Application machine 

(110) Injection Moulding of PVR/TPR/EVA Soles, Inserts 

and Half Soles 

(117) Ironing and Conditioning machine 

(151) Piping machine fi>r trimming and embelishment fixing 
machine 

(158) Polyilrethane/PVCyrPR Sole, Insole, Heel, Heel Tip 
Injection Moulding machine (single or multiple station) 

(159) Pore part lasting machine 

(171) PVR/TU/EVAdirect injection soling machine 
(DIP construction) 

(185) Scissors Cutting machine for plate 

(223) Tapping and sram rubbing machine 

(253) Stapling machine for lows to upper on leather shoes 

(256) Bislep cutting machine 

(262) Dust collector systems 


[PAKrll^fSEC. 3(i)] 

(20) Skid steer loaders ^ 


(21) Tunnel Excavation and Lining 

orwcictincr rt’TT^illinrr iiitnKoc T 

Excavators, Shotorete machine and 3 sta^e crushers. 



read 

“50. Electronic Top Loading Balance > 

82. Inhalation chambers with accessories, 

82 A. Inverted microscope with flurosence 
microscopy with photographic attachment" ^ 

Read 

(33) Clicking Board levelling/planing machine 

(34) Clidcing machine/cutting press 

(40) Conveyor system; including conveyers for heat 
setting, cold setting, with or without vacuum. 

(77) Halogen and Adhesive/filin Application m^hine 
(1.10) Injection Moulding of PVC/TPR/EVA Soles, Inserts 
and Half Soles • 

(117) Ironing and Conditioning machine including chill 
setter machine ' 

(151) Piping making machine with trimming and embellish¬ 
ment fixing machine 

(158) PolyiK^iane /PVC/lPRand EVA Sole, Insok, Heel, Heel 
Tip Injection Moulding machine (single or multiple station) 

(159) Fore part lasting machine 

(171) PVC/PU/EVA direct Injection soling machine 
(DTP construction) 

(185) Scissors type and nibbing type machines for plates 

(223 ) Thping and seam rubbing machine 

(253) Stapling machine for bows to uppers on leather shoes 

(256) Bias cutting machine 

(262) Dust collector and exhaust systems 

[F.No. 334/iy2012-TRU] 
RAJ KUMAR DIGV1 JAY, Under Secy. 


CORRIGENDUM 
New Delhi, the 22nd March, 2012 

GS.R. 243(E). In the notification of the Qovemment of India in the Ministry of Finance (Depatment of Revenue), 
No. 12/2012-Central Excise, dated the 17th March, 2012, published in the Gazette of India, Extraordinary, Part 11, Section 3, 
Sub-section (i) vide number G. S.R. 163(E), dated the 17th March, 2012, in the table,— 

(i) ag&istSl.No. 52, incolumnS,— 

For the words 

“cleared in packaged form** 
read V. 

“cleared in packaged form: 

Provided that where the retail sale price of Ae goods are not required to be declared under the Legal Metrology 
(Packaged Commodities) Rules, 2011 and thus not declared, the duty shall be determined as in the case of goods 
cleared in oth^ than packaged form”; 

(ii) against SI. No. 170, in column 2,/or “4818” reflf/“4817"; 

(ii) against SI. No. 321, in column 5,/or“3”rea</““ 

[F.No. 334/1/2012-TRU] 
RAJ KUMAR DIGVUAY, Under Secy. 
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